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SUBJECT: REQUIREMENTS FOR MEDICAL EDUCATION IN THE U.S. 

DEPT FOR OES/SCI/BEAUBIEN 

DR. MARINUCCI, DIRGEN FOR CULTURAL, SCIENTIFIC & TECHNICAL AFFAIRS 
IN THE FONMIN HAS REQUESTED THE FOLLOWING INFO RE MEDICAL EDUCATION 
IN THE U.S. 

1. WHAT ARE THE PROCEDURES FOR ENTRY INTO A U.S. MEDICAL 
SCHOOL FOR AMERICAN STUDENTS? 

2. DOES THE AMERICAN MEDICAL ASSOCIATION IN COOPERATION WITH THE 
VARIOUS UNIVERSITIES PREPARE ENTRANCE REQUIREMENTS 

FOR THE STUDENTS? 

3. WITHIN A STATE ARE ENTRANCE REQUIREMENTS DIFFERENT FOR PUBLIC 
AND PRIVATE MEDICAL SCHOOLS? 

4. WHAT SCHOOLS PROVIDE CERTIFICATES, I.E., LICENSES TO 
GRADUATE TO PRACTICE MEDICINE? 

5. HOW DOWS A FOREIGNER APPLY FOR ENTRY INTO AN AMERICAN 
MEDICAL SCHOOL? VOLPE 
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